Missouri Department of 


Public Safety SFY 2023 ARPA Fire Protection Grant (FPG) 


Grant Recipient Award Amount 


Adrian, City of S 18,230.00 
S 18,742.55 
S 7,795.00 
S 12,840.72 
S 20,000.00 
S 20,000.00 
S 11,200.00 
S 16,287.50 
S 12,210.00 
S 20,000.00 
S 20,000.00 
S 19,955.90 
S 10,000.00 
Bourbon Fire Protection District S 9,897.50 
Branson, City of, Fire and Rescue S 17,409.92 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
$ 
5 
$ 


Advance Fire Department 


Affton Fire Protection District 


Aurora Fire Department 


Aurora Rural Fire Protection District 


Baring Volunteer Fire Department, Inc. 


Big River Fire Protection 


Billings Fire Protection District 


Bismarck Fire Protection District 


Boles Fire Protection District 


Bonne Terre, City of 


Boone County Fire Protection District 


Boonville, City of 


Brentwood Fire Department 20,000.00 
20,000.00 
20,000.00 
20,000.00 
18,997.22 

9,433.67 
20,000.00 
20,000.00 
18,884.50 
17,047.50 
20,000.00 
18,330.09 
20,000.00 
20,000.00 


Bronaugh Community Fire Protection Association 


Brookline Fire Protection District 


Buffalo City Fire & Rescue 


Butler Fire Department 


Butterfield Fire Protection District 


Camden Point Fire Protection District 


Cape Girardeau Fire Department 


Cedar Hill Fire Protection District 


Central Callaway Fire Protection District 


Central Crossing Fire Protection District 


Central Jackson County Fire Protection District 


Central Taney County Fire Protection District 
Chillicothe Fire Protection District #1 


City of Marceline Fire Department S 10,536.01 
Clark County Fire Corporation S 20,000.00 
Claycomo, Village of S 19,998.74 
Clayton, City of S 19,725.68 
Clinton, City of, Fire Department S 14,862.50 
Cole Camp Rural Fire Protection District S 8,630.00 
Cole County Fire Protection District S 20,000.00 
Columbia, City of, Fire Department S 20,000.00 
Compton Junction Fire District Inc. S 20,000.00 
Cosby-Helena Fire Protection District S 18,666.00 
Cuba Community Fire Protection District S 10,823.00 
Dadeville Rural Fire Protection District S 6,575.00 
Deerfield Community Fire Association S 20,000.00 
DeKalb Fire Protection District S 10,212.46 
Dent County Fire Protection District S 19,992.73 
Dexter Fire Department S 20,000.00 
Diamond Area Fire Protection District S 14,107.50 
Dixon Rural Fire Protection District S 20,000.00 
Dolan-West Dolan Fire Protection District S 20,000.00 
Doolittle Rural Fire Protection District S 14,380.00 
Eagle Rock-Golden-Mano Fire Protection District S 11,851.11 
Eastern Randolph County Fire Protection District S 20,000.00 
Ebenezer Fire Protection District S 20,000.00 
Edina Fire Department S 20,000.00 
El Dorado Springs Fire Department S 12,160.31 
Eldon, City of S 20,000.00 
Eureka Fire Protection District S 19,209.87 
Excelsior Springs Fire Department S 20,000.00 
Fair Grove Fire Protection District S 20,000.00 
Farmington Fire Department S 19,664.72 


Fenton Fire Protection District S 19,959.41 
Florissant Valley Fire Protection District S 19,829.80 
Forsyth Fire Department S 19,664.57 
Fort Osage Fire Protection District S 18,444.43 
Fredericktown Fire Department S 20,000.00 
Freistatt Fire Protection District S 20,000.00 
Frontenac Fire Department S 19,283.00 
Fruitland Area Fire Protection District S 19,831.39 
Gerald-Rosebud Fire Protection District S 19,236.20 
Gladstone Fire Department S 19,956.50 
Glendale Fire Department S 14,910.00 
Goldman Fire Protection District S 18,759.17 
Gorin District Volunteer Fire Department S 20,000.00 
Grandview Fire Department S 2,525.00 
Gravois Fire Protection District S 19,642.30 
Hannibal Fire Department S 19,750.00 
Hardin Fire Protection District S 19,000.00 
Harrisonville Fire Department S 18,636.00 
Hazelgreen Fire Protection District S 5,632.50 
Hematite Fire Protection District S 8,272.25 
Herculaneum, City of S 16,250.00 
Higginsville Fire Protection District S 3,615.60 
High Ridge Fire Protection District S 18,978.49 
Highway K Volunteer Fire Department S 15,000.00 
Hillsboro Fire Protection District S 19,995.38 
Howell County Rural Fire District #1 S 7,475.00 
Iberia Rural Fire Protection District S 18,160.00 
Iconium Fire Protection District S 5,206.00 
Independence, City of, Emergency Management Agency S 20,000.00 
Jackson, City of, Emergency Management Agency S 20,000.00 


Jackson Township Fire Protection District S 20,000.00 
Jadwin Volunteer Fire Department S 20,000.00 
Jamesport Fire & Rescue S 7,220.00 
Jamestown Rural Fire Protection District S 20,000.00 
Jasper Fire Protection District S 20,000.00 
Jefferson City Fire Department S 15,923.00 
Jefferson R-7 Fire Protection District S 16,506.20 
Johnson County Fire Protection District S 20,000.00 
Jonesburg-High Hill Fire Protection District S 18,750.00 
Joplin, City of S 20,000.00 
Kahoka Fire Department S 20,000.00 
Kearney Fire and Rescue Protection District S 12,392.82 
Kennett, City of, Emergency Management Agency S 15,195.00 
Kirksville, City of, Fire Department S 8,875.00 
Kirkwood, City of, Fire Department S 8,172.50 
La Grange Fire Department S 20,000.00 
Lake Ozark Fire Protection District S 20,000.00 
Lancaster Fire and Rescue Fire Protection District S 10,550.00 
Lanton Volunteer Fire Department S 17,220.00 
Lebanon Fire Department S 15,640.00 
Lebanon Rural Fire Protection District S 20,000.00 
Lee's Summit Fire Department S 17,832.27 
Lexington, City of, Emergency Management Agency S 5,431.00 
Liberty Fire Department S 20,000.00 
Lincoln County Fire Protection District #1 S 20,000.00 
Linn Fire Protection District S 20,000.00 
Little Dixie Fire Protection District S 19,921.00 
Logan-Rogersville Fire Protection District S 14,355.60 
Lone Jack Fire Protection District S 8,119.00 
Lowndes Volunteer Fire & Rescue Department S 17,607.29 


Macon, City of, Fire Department S 20,000.00 
Malden Department of Public Safety S 4,678.50 
Mapaville Fire Protection District S 17,400.00 
Maplewood Fire Department S 9,500.00 
Marionville, City of S 18,193.36 
Marthasville Fire Protection District S 20,000.00 
Maryville Department of Public Safety S 20,000.00 
Meadville Community Fire Protection District S 16,902.80 
Mehlville Fire Protection District S 20,000.00 
Mercer County Fire protection District S 20,000.00 
Meta Fire & Rescue FPD S 7,677.60 
Metro West Fire Protection District S 15,750.00 
Mid-County Fire Protection District S 19,919.10 
Miller City Fire Department S 16,572.00 
Millersville Rural Fire Protection District S 20,000.00 
Milo Rural Fire Department S 19,562.50 
Moberly, City of, Emergency Management Agency S 14,861.50 
Montrose Fire Department S 6,699.00 
Morehouse Fire Rescue S 19,940.00 
Morrisville Fire Protection District S 19,664.65 
Mountain Grove, City of S 7,750.00 
Mt. Vernon Fire Protection District S 19,582.50 
Neosho Fire Department S 20,000.00 
New Florence Fire Protection District S 20,000.00 
New Haven-Berger Fire Protection District S 14,619.00 
New London Volunteer Fire Department S 19,279.50 
New Madrid Fire Department S 11,430.00 
New Melle Fire Protection District S 17,561.58 
Nixa Fire Protection District S 19,710.22 
North Callaway Fire Protection District S 20,000.00 


North County Fire & Rescue S 17,666.50 
North Harrison Fire Protection District S 14,894.99 
North Kansas City Missouri Fire Dept. S 19,304.38 
North Stone Northeast Barry County Fire Protection District S 8,563.14 
Northeast Ambulance & Fire District S 20,000.00 
Northeast R-IV Rural Fire Protection District S 6,889.00 
Oronogo Fire Protection District S 16,314.50 
Owensville Volunteer Fire Department S 10,645.00 
Pacific Fire Protection District S 6,264.00 
Palmyra Fire Protection District S 5,725.83 
Paris Rural Fire Protection District S 20,000.00 
Pattonville Fire Protection District S 19,907.05 
Pleasant Valley Missouri Fire Department S 17,370.00 
Polk Township Rural Fire Protection District S 20,000.00 
Poplar Bluff Fire Department S 16,490.96 
Potosi Fire Protection District S 19,306.80 
Purdy Fire Protection District S 15,040.00 
Raytown Fire Protection District S 20,000.00 
Republic, City of, Fire Department S 18,578.00 
Richmond Heights Fire Department S 18,881.50 
Riverside, City of, Public Safety Department S 7,684.64 
Robertson Fire Protection District S 20,000.00 
Rock Hill Fire Department S 20,000.00 
Rocky Mount Fire Protection District S 20,000.00 
Rolla, City of, Fire and Rescue S 20,000.00 
Rolla Rural Fire Protection District S 17,935.73 
Rosendale Fire Protection District S 2,125.00 
Russellville-Lohman Fire Protection District S 19,867.50 
Saline Valley Fire Protection District S 8,626.00 
Scott City Fire Department S 9,981.00 


Sedalia Fire Department S 20,000.00 
Sedgewickville Fire Protection District S 5,027.95 
Seneca Area Fire Protection District S 20,000.00 
Shelbina Fire Protection District S 19,755.50 
Shelby Community Fire Department S 10,338.50 
Sheldon Fire Department S 14,408.77 
South Central Buchanan County Fire Protection District S 20,000.00 
South Metro Fire District S 19,964.55 
Southern Boone County Fire Protection District S 19,989.99 
Southern Stone County Fire Protection District S 20,000.00 
Southwest Camden County Fire Protection District S 8,726.17 
Spanish Lake Fire District S 20,000.00 
St. Joseph Fire Department S 19,675.69 
St. Clair Fire Protection District S 17,784.87 
St. James Fire Protection District S 5,924.00 
St. Robert Fire & Rescue S 19,948.62 
Ste. Genevieve Fire Department S 9,957.08 
Stella Rural Fire Protection District S 20,000.00 
Stover Rural Fire Protection District S 18,035.15 
Strafford Fire Protection District S 18,948.34 
Western Taney County Fire Protection District S 20,000.00 
Terre Du Lac Fire Department S 19,590.00 
Thayer, City of S 11,381.25 
Thomasville Volunteer Fire Department S 14,759.66 
Timber Community Fire Protection District S 20,000.00 
Tri-Cities Fire Protection District S 20,000.00 
Union Fire Protection District S 20,000.00 
Valley Park Fire Protection District of St. Louis County S 20,000.00 
Versailles Rural Fire Protection District S 19,533.45 
Vichy Volunteer Fire Protection Association S 20,000.00 


Total 


Vienna Fire Protection District S 10,790.00 
Warrensburg, City of, Fire Department S 20,000.00 
Washington Fire Department S 20,000.00 
Waynesville Rural Fire Protection District S 20,000.00 
Webb City Fire Department S 17,994.75 
Wentzville Fire Protection District S 19,500.00 
West Overland EMS and Fire Protection District S 20,000.00 
West Plains, City of S 20,000.00 
Western Lewis County Fire Protection District S 19,632.00 
Westphalia Fire Protection District S 20,000.00 
Wheatland Fire - Central Hickory Fire Rescue S 11,635.87 
Winfield Foley Fire Protection District S 19,511.00 
Wolf Creek Fire Protection District S 17,749.00 
Wright City Fire Protection District S 3,202.20 
$ 


3,025,780.06 


